NOTES: 


1. MATERIAL: QD3406 SINTERED STAINLESS STEEL MESH 0.56mm WIRE X 1.25mm SQUARE APERTURE. 


2. PART SYMMETRICAL ABOUT . 


3. PART MAY BE LASER CUT. 


4. ALL UNDIMENSIONED FEATURES CONTROLLED BY CAD MODEL. 
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